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v+^iut 

(vxmftrm) 

ftcrfl, 27 1997 

RUfTT.Rr* 673 (3T),—Tsrm spiftm f^rOT, Pm, 1955 afft 7mm Pmf ^ pR H fcr fe m wr 

ftrR7$rm ftqiRi srftrPm, 1954 (1954 37 ) ^ WT23 ( w) %rtrR fcr(i) strKxT 

viPkI'hT TPTl 7 ! RRTt %5fhT <3I£J VrlpHf?l ^ % 4^1^ ^1-1 i ^Tisrft if, "3^T dtfVpTSR ^ *TRT 23 ^WRT (I ) 

^ snftjFJRR ^ TTHt s^Ptr^T ^t, ftR% URTfatT ^ ^ TTRTTO ^JfHWt % ftT4 TTOftKT ftiRT ’TOT £ Rf 4-^ 41 ^ “TOT 
f ftF itt^t "47 niflisi Trim ftiR4 + ^ '^rq^TT ^ f, y fn^ri ’TOtt^ttw Rft rrt ^ tot if, 

RTdft^^t RHlfft RTRT ft^TT TORT I 

"^T 3TT#-qt RT Tj^TFTt T TT, ftiRt ^ftT "4TWT Pi<T+i) flllNfl '37R ftP|ft r -<± Rid ftR ^Tit 3T^fR ^ 4T4l Iff, ^ftl’H 

RTRiR T£RT ftp*4R PfRTT TORT I 

TOfaRT’gjTFT, 4ft if, Rpfeffl, VZW&l 3ffr RfW< TOTOI RTOTR TRTRRfaRFT, pRlftr RR4, ^ ftc^ft-110011 ^ ^TT 

I 

UT^RfHW 

1. ^4 pRFTf ^T R%RT RTR 73TR7 3T t rfR9T n r ftW (——Wt^R) f^RTR, 1997 t I 

2. 73TTJ ^4fafl°T ftW, f*m, 1955 % <4 73 M 

(]) 10.05 

4 'Rte TO 40^ ^f. RT-40.9 ^r 48.0 f, ; %TTO RT PrhM< 3R1 7R5TT TORT, 3?«rft ; — 

4 4 40°^ RT tkjM ftsifted Tfter- 40 . 9 ^ 43.0 

RT 

40° ^f. RT -1.4530—1.4580^; 
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(ii) 44 47. 17.01 — 

"40° 47 4te( TOT-34.0 7^ 35.5 ", % 7414 47 PlHRrlRafl TOT WIT, 3T«qflt 

“40° C 47 WjfedftWt 4*37 TOT— 34.0 4 35.5 

4T 

40°^ 47 t^44-1.4481-1 4491 ", 

(iii) 4^ 47. 17.02 

"40° if. 47 TSJjfferl RSEshilHki 434-55.6 ^ 60.2", % EWH 47 OnfaRafl TOT ■OTTqTTT, 34^: — 

‘ ‘ 40° 3. 47 f7!>743Eff37 434--55.6 60.2 

■*TT , 

40° 3. TTftjfrfaert^-1.4630-1.4660", 

Uv) 44 47. 17.03 3,— 

‘‘40° if. 47 433-54.0^ 57.1 ", % 7*714 47 faHfwflSPI TUT 'SIlk.HI, 37*7^; — 

1 '40° 3. -44 Rih^ 4^7 434-54.0 3 57.1 

4T 

40° 3. 47 ftjFf434 |J=<w-1.4620-1.4640" 

(V) 41; 47. 17.04 ^f,— 

"40° 3. 47 ^fttr 434-69.5 ^ 74.3", % 7*714 47 ftHftlRstl TUT WrTT, 37*7^:— 

" 40° 3. 47 ftj h^H>47 434-69.5 ^ 74.3 

41 

40° 3. 47 fiifcftsa ttw-1.4720-1.4750", 

(vi) '43 41. 17.05 H,— 

“40° H. 47 U&4W)Hl>i7 434-49.5 ^ 52.7", % 7414 47 TUT ■JIIHMI, 37*7^:— 

“40°^f. 47Wj^ft5h4^t4ta434- 49.5^52.7 

4T 

40* 3. 47 ^$>477—— 1.4590-1.4611 ", 

(\ii) 41 ;47. 17.06 3,— 

"40 9 if. 47 fWrfte 434 -58.0^ 60,5", % 4414 47 fWWk TUT 4T1H*1T, 37<7t^: — 

' ‘ 40 L ’ 71'. 47 wjfefT ft fr « tMg{ 434-- 58.0^60,5 

41 

40° 3, 47 ftjW^F24 -*■• 1.4646-1.4662 ', 

; viii) 44 47. 17.07 3,— 

"40° 3. 47 -s^feTt f06 404 1 41 434-53.0^ 56.0", % 7*714 47 PlHR-l l 79m 740 TT174T, 37*7^: — 

“40° H. 47 FlWMcll 434-53.0 £ 56,0 
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RT 

40° 3. RT ^{ftTt RSRR-1.4613-1.4633", 

(i.\) RRRT. 17.08 3,— 

"40° Rf. rt s-'jfi’L) IwRilHl-R rrr-60.0 ^ 64.0”, % trhrt fanfcitafl rst RmRir, Reify: 

‘ 1 40° R. RT Vjfyfl fiiMWHldT Wt-60.0 % 64.0 

■’ll 

40° R. RT ftTftfaTR i%RR- 1.4659.1.4685”, 

(\) RRRT. 17.09 R‘,— 

'' 40° R. RT fltefet RT3R-62.4 R 64.7 ", % 7R1R "97 tHHIHfad TT3T RfyRT, RRfy 

”40° 71. RT TKjfyR nib+ilHlcll R3R-62.4 R 64.7 

RT 

40° 71 RT ftM'+iR't^RR- 1.4674 1.4689", 

(m! RRRT i7.ii if — 

“ 40° R. RT ^jfdvl flij-,<*jra1<iT W-58.0 R 60.0”, % 7RTR RT fyFTffyfyrfl 1131 RTORT, Reify 

”40° R. rt TRfyR trifcRetRTCT R3R—S8.0 R 60.0 


R1 

"40° R. RTfl'T-ife-l RRRR- 1-4646.1-4659”, 

(.Mi) RRRT 17.1 7f,— 

‘‘40° A. RT w’jfyR ftifyifylRV-TRRR-58.0 R 61.0”, % TRIR RT fynrffyffyn ttji THinn, 3initn 

”40°7l RT THjfeil flfy^eTRlR RRR-58.0^61.0 


RT 


40° RT frfyfyRR-^R rr-1.4646.1.4665”. 

17R) RTRIRTRt rt?RTR, 

' ‘ 40 ° R. RT ^zjfTfy RilvVjHkT RRR- 60.5 R 65.4 ’ ’, % t*TR RT ffyRlfyfRlrr R 3 T RTRRT, RRfy 

“' 40 ° R. RT Tzjfyfy R£bifylR| 5 T R 3 R- 60.5 R 65 . 4 ", Rt 7 RTR RT faRfafafl TTJT RTfyRT, Reify 

RT 


'40° A. RT 1 


1.4662.1.4694". 


I \ui) RR RT. 17.12 R,— 

“40° R. RT fT^RlRtRI R3R-61.0 R 65.0 ", % T RTR RT fRTRfRfRnl R3T RTfyRT, RRfy : 

”40°R'. RT■sjferlftiSRelRterRRR-61.071 65.0 


RT 


40° A. RT frifTter t^RR- 1.4665.1,4691 ", 

(M\ ) RRRT 17.13 A,— 

”40° R. RTT- TRjfsR fliTi'+ilRfyl RRR-58.5 fy 68.0”, % TRpf rt ffyRfrRftgR 77RT RTTTRT, Reffy 
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‘ 40° RT' 


IROT-58.5 ft 68.0 


RT 


40° ft. RT ftih f Req i&TR- 1.4649.1.4710”, 

(xv) RRRt 17.14 ft',—, 

‘*40° ft. RT 
“40° ft. RT 



R3R-56.7 ft 62.5 ”, ^ W1 RT fft c #TfRnT EST RTTRRT, 31*1^ : 

R3R-56.7 ft 62.5 

R1 


40° ft. RT fiihfoioi ^rt- 1.4637—1.4675”, 

(Xvi) RRR>. 17.15.01 ftTTffT(vi) ft, fft c T%ft5RTftfifTRUiniT, STRfaf : — 

“ RT40°ft. RT ftjfrfSfcR j&m -1.4680 ftR*RREf#ll”, 

(wii) RTtRT. 17.16 ft,— 

”40° ft. RT fi&qftftlef RRR - 54 ft 57”, % WR RT PpRfafan TUT 4IHJRI, -RRfr : — 

”40° ft. RT^jf^Ct ftjfaieHto RHR-54 ft 57 

RT 

40° ft. RT R&ftel ft^RR- 1.46201.4639”, 

(xviii) RHR>. 17.17 ft,—, 

”40° ft. rt* rfert RiftRftft r et rhr— 55.6 ft 6i. 7 ”, %trtrrt ftHRsfam tutruhtt, RRfrid— 
' ‘ 40° ft. RT TSjfcft ftfrRftftlZT R3R-55.6 ft 61.7 

RT 

‘Uo^ft. RTftJbfeq#RTT- 1.4630.1.4670”, 

(xix) RRRT. 19%7^(6)%R4TRRTfRERMl3mT1JTRrT3rRT, 31^: — 

“(vi) 60° H. RT ^feTt ft^RSPfteT R3R, 37,0 £ R7R R^f iftRT; 

RT 


60° 7?. RT ftiblftiq T&RR 1.4502 ft RiR Rtff FtRT l” 


[ft. ft-15025/13/97-RhT!/R (TUF.)] 
ftj RIP'll RT, TT^RR TlfftR 


MINISTRY OF HEALTH AND FAMILY WELFARE 
(Department of Health) 

NOTIFICATION 

New Delhi, the 27th November. 1997 

G.S.R. 673(E).—The following draft of certain rules fiirther to amend the Prevention of Food Adulteration Rules, 
1955. which the Central Government proposes to make in exercise of the powers conferred bv sub-section (i) read with sub¬ 
section (1A) of section 23 of the Prevention of Food Adulteration Act, 1954 (37 of 1954) and after consultation with the 
Central Committee for Food Standards, is published as required by sub-section (i) of section 23 of the said Act for the 
information of all persons likely to be affected thereby; and notice is hereby given that the said draft rules will be taken into 
consideration on or after the expiry' of a period of sixty days from the date on which the copies of the Gazette of India in wind' 
the notification is published, are made available to the public. 
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Any objection or suggestions which may be received from any person with respect to the said draft rules before the 
expiry of the period of sixty days so specified will be considered by the Central Government 

Objections or suggestions if any. may be addressed to the Secretary, Ministry of Health and Family Welfare. Depart¬ 
ment of Health, Nirman Bhawan, New Delhi-110 011. 

DRAFT RULES 

L These rules may be called the Prevention of Food Adulteration (—Amendment) Rules. 1997 
2. In the Prevention of Food Adulteration Rules. 1955. in Appendix 'B'— 

( 1 ) in item A. 10.05, for the 

“Butyro refactometcr reading ... 40 9 to 48 °", 

at 40° C 

the following shall be substituted, namely -— 

“Butyro reffactometer reading... 40.9 to 48,o 

at 40°C 

OR 

Refraticve Index at 40°C ... 1 45°-1.4580": 

(n) in item A. 17,01, for 

“Butyro refractometer reading ... 34.0 to 35.5”, 

at 40°C 

the following shall be substituted, namely :— 

“Butyro reffactometer reading ... 34.0 to 35 5 

at 40°C 

OR 

Refractive Index at 40°C ... 1 4481 —1.4491”; 

(iii) In item A. 17.02, for 

“Butyro refractometer reading ... 55 6 to 60.2”. 

at 40°C 

the following shall be substituted, namely .— 

“Butyro refractometer reading ... 55.6 to 60.2 

at 40°C 

OR 

Refractive Index at 40°C ... 1 4630—1.4660”; 

(iv) in item A. 17.03, for 

“Butyro refractometer reading . . 54.0 to 57.1”, 

at 40°C 

the following shall be substituted, namely ;— 

“Butyro refractometer reading . . 54.0 to 57 1 

at 40°C 

OR 

Refractive Index at 40°C ... 1 4620— 1.4640"; 

(y) in item A. 17.04, for 

“Butyro refractometer reading... 
at 40° C 


69 5 to 74 3", 
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the following shall be substituted, namely :— 

Butyro refractometer reading... 
at 40°C 

OR 

Refractive Index at 40 n C . 

H 1 ) in ttem A. 17 05, for 

‘Butyro refractometer reading ... 
at 40 U C 

the following shall be substituted, namely '— 

’Buty ro refractometer reading . 
at 40°C 

OR 

Refractive Index at 40 U C .. 

(\ ti) in item A. 17,06. for 

’’Butyro refractometer reading .. 
at 40°C 

the following shall be substituted, namely — 

Buh ro refractometer reading . 
at 4<)°C 

OR 

Refractive Index at 40°C . 
t\iii) in item A. 17.07. for 

’Buty ro refractometer reading ... 
at 40°C 

the following shall be substituted, namely :— 

’ Butyro refractometer reading . 
at 40“C 

OR 

"Refractive Index at 40°C . . 

Iix) in item A 17.08. for 

’Buty ro refractometer reading .. 
at 40°C 

the following shall be substituted, namely 
"Butyro refractometer reading 
at 40"C 

OR 

Refractn e Index at 40°C 
(x) in item A. 17.09. for 

"Butyro refractometer reading 
at 40 U C 


69.5 to 74.3 

1.4720—1.4750"; 
49,5 to 52.7”, 

49.5 to 5;.7 

1.4590—1.4611'\ 

58 0 to 60/ 

58.0 to 60.5 

I 4640—1.4662”; 

53.0 to 56.0”, 

53.0 to 56.0 

1.4613—1.4633”; 

60 0 to 64.0”, 

60.0 to 64.0 

1.4659—1.4685”; 
... 62.4 to64.7", 
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the following shall be substituted, namely :— 
” Butyro refractometer reading... 
at 40°C 


OR 


Refractive Index at 40° C .. 

(xi) in item A 17,10, for 
"Butyro reffactometer reading 
at 40°C 

the following shall be substituted, namely;— 

"Butyro refractometer reading 
at 40°C 

OR 

Refractive Index at 40°C 

(xii) in item A. 17 11,— 

(a) for 

“Butyro refractometer reading 
at 40°C 

the following shall be substituted, namely:— 

"Butyro refractometer reading 
at 40°C 

OR 

Refractive Index at 40°C 

(b) for 

"Butyro refractometer reading 
at 40°C 

after the proviso, the following shall be substituted, namely:— 
“Butyro refractometer reading 
al 40°C 

OR 

Refractive Index at 40°C 
(xiii) in item A. 17.12. for 

"Butyro refractometer reading 
at 40°C 

the following shall be substituted, namely :— 

"Bytyro refractomcLcr reading 
at 40°C 

OR 

Refractive Index at 40°C 
(\iv) in item A. 17.13. for 

"Butyro refractometer reading 
at 4<>°C 


62.4 to 64,7 

1.4674 to J.4689”; 
... 58 0 to 60.0"; 

..58.0 to 60.0”, 

... 1.4646—1.4659"; 

.. 58.0 to 61.0", 

.. 58.0 to 61 0 

... 1,4646—1.4665", 

..60.5 to 65.4", 

...60.5 to 65.4 

1.4662—1.4694", 
...61.0 to 65.0”, 

... 61 0 to 65.0 

... 1.4665—1.4691”; 


.. 58 5 to 68.0”, 



THE GAZETTE OF INDIA : EXTRAORDINARY 


[Part II— Sec. 3(i)] 


X 


the following shall be substituted, namely 
"Butyro refractomcter reading 
at 40°C 

OR 

Refractive Index at 40°C ... 

(w) in item A. 17,14, for 

"Butyro rcfractometer reading 
at 40°C 

the following shall be substituted, namely :— 

"Butyro refraftometer reading 
at 40°C 

OR 

Refractive Index at 40°C 

(\vi) in item A. 17.15 01, in clause (vi). the following shall be added, namely :— 
"or Refractive Index at 40°C shall not be less than 1.4580”; 

(xvn) in item A, 17,16, for 


"Butyro refractometer reading 
at 40°C 

the following shall be substituted, namely 
"Butvro refractomcter reading 
at 40°C 

Refractive Index at 40°C 
(wiii) in item AT 7 17. for 

"Butyro refractomcter reading 
at 40°C 

the following shall be substituted, namely :— 
"Butyro refractomcter reading 
at 40°C 


OR 


OR 

Refractive Index at 40°C 

(xi.\) in item A. 19, for the clause Civ), the following shall be substituted, namely :— 
Tvi) The Butyro-refractometer reading 
at 60°C shall not be less than 37.0, 


OR 

Refractive Index at60°C shall not be less than 1.4502.” 


58.5 to 68.0 

1.4649 to 1.4710”; 
... 56.7 to62.5", 

... 56.7 to 62.5 

. 1.4637—1.4675"; 

...54 to 57”, 

... 54 to 57 

. 1.4620—1.4639”; 
. . 55.6 to 61.7”, 

... 55.6to61.7 

,. 1.4630—1.4670”; 


[No. P. 15025/13/97-PH(F)] 
RENU SAHNI DHAR. Jt. Secy. 
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